United States Department of Agriculture 
Animal and Plant Health Inspection Service 


KTHORNTON 





INSPECTION REPORT) 


AM redactions on this page are pursuant to (b)(6) & (b)(7)(c) 


IBECKY BLAES 
J & B PREMIER PUPPIES 


Customer ID: 4922 
Certificate: 48'A-11 96 


4922 custjd 
274267 inspjd 
2679 site id 


Site: 001 

522 NORTH MAPLE STREET 
CHERRYVALE, KS 67335 

Inspection 

Type: ROUTINE INSPECTION 
Date: MAY-17-2006 


BECKY BLAES 


No vioiations were found at the time of this inspection. 
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